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3,125 (a) 

FACILITIES. GENERAL. 

Sec. 3.125 Facililies, general, 

(a) Slrijctural atren^Lh. Tha iacilily muai be oonatrudad ol auch matarial and dl such strength as. apprdpriale lor 
the animals involved The indoor and outdoor riotising lacililies shall be structurally sound and shall be 
mainlainetf In good repair [□ protect the animals from injury and to oqnrtain the animaH. 

’““The fox endosura had wood stairs that was rotten arvd needs to be replaced. 

“*^The bobcBl enclosure bad rotten wood with mails starting to gel exposed which needs to be replaced- 
'"^hlousing lacililias shall ba [malnLainad in good rapair to protect lha animals Irottt injury.. 

““To he correcled by 0-30-2013, 


“'"An EkH jnierview was conducted with the Facility rapresentalive. 


LUIS NAVARRO, D V M 


By; 

LU IS A N A VAFI RO, D V M USDA, APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 6025 


(b)(e), (b)( 7 )(c) 
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